GLORY AND LOVE

Robert de Cotte architect, I/Assurance Controleur
of Versailles. In spite of weighty events that were
to follow, the year 1745 remains one of the most
important in the reign. Glory and love surrounded
the king with a halo of intoxicating happiness; he
experienced every kind of blessing, and never found
so radiant a sky.
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